Brief comment text:

We and our many thousands of customers around the country rely heavily upon the 900MHz frequency range for both Zigbee and LoRa radios. Additionally we personally use Meshtastic on 900MHz and as radio amateurs (hams). We need to protect this frequency spectrum for important IOT applications that are already in place and being relied upon for critical infrastructure data.
